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THE CLEVELAND MUSEUM OF ART 
CLEVELAND 6. OHIO 

TELEPHONE: GARFIELD 1-7340 


SPOT ANNOUNCEMENT 

James R. Johnson will present THE CHRISTMAS STORY IN STAINED 
GLASS on Sunday December 4 at 3:30 p.m. at The Cleveland Museum of Art. The 
program in die auditorium is open free to the public. 


M.U. 28.60 


